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SUMMARY 



Compressive tests were made of 24S-T aluminum-alloy 
sheet-stiff ener panels, which had five ratios of stif- 
fener thickness to sheet thickness. For each ratio the 
rivets used to attach the stiffeners to the sheets had 
five (except in one case, four) different diameters. 
The tests showed that for the panels of this investi- 
gation, which failed by local buckling at average 
stresses greater than 35,000 psi, the compressive 
strengths increased v;ith an increase in the diameter of 
the rivets for the rivet spacings used until the ratio 
of rivet diameter to over-all thickness (sheet plus 
stiff ener) reached approximately 1,25, 



lOTRODUCTION 



In the design of stressed-skin structures for air- 
craft, the rivet diameter and spacing used to attach 
stiffeners to sheet have been determined mainly by rule 
of thumb. Investigations have been made (references 1 
and 2) in order to correlate the strength of a skin- 
stiffener panel with the spacing of the rivets. There 
appear to be no quantitative data, however, from which 
to determine the size of the rivets, especially for 
panels designed to withstand relatively high compressive 
stre sse s . 

In order to obtain information on the riveted 
joint required between the sheet and the stiff ener to 
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develop the potential rtrength of sheet- ^tiffener com- 
binations, an investigation has been started to deter- 
mine experimentally an adequate size and spacing of 
rivets. The results of the first series of tests for 
this investigation are reported herein. 



TEST SPECIMENS AND METHOD OF TESTING 



The specimens consisted of panels having simple 
triangular stiff eners, as shovm in figure 1, The stif- 
feners on all panels were identical. The sheet thickness 
was varied to give five selected ratios of stiffener 
thickness to sheet thickness. The proportions of the 
243-T alum.lnum-alloy panels (table I) were chosen to 
give potential strengths of over 40,000 psi, since it 
was believed that the design of the riveted joints would 
be m.ost critical on panels having high potential strengths. 

The rivets used throughout the investigation were 
A173-T flat-head rivets (AN442AD). Except in one case, 
five different rivet diameters were used for each ratio 
of stiffener thickness to sheet thickness. On 24 of the 
panels, the rivets were driven by the NACA flush-riveting 
process, in which the rivet is inserted v/ith the head 
opposite the countersunk end of the hole and the shank 
of the rivet is driven into the cavity formed by the 
countersink. A countersink angle of 60 was used 
throughout. Rivets driven by the NACA flush-riveting 
process have been shown (reference 3) to give tighter 
joints than rivets driven by the conventional machine- 
countersunk flush-riveting process* 

Ten additional panels were constructed in which 
noncountersunk rivets were used. In these panels the 
flat heads were placed on the sheet side of the panel; 
and the formed heads, on the stiffener side. Except 
for the method of riveting, these panels were identical 
to groups 2 and 4 of table !• 

Ultimate compressive loads for the specimens were 
determined in a hydraulic testing machine having an 
accuracy of ±1 percent of the load* The ends of the 
specimens were ground square and parallel before testing 
to ensure an even distribution of load over the panel. 
The lengths of the panels were so chosen that there were 
no coluinn failures. 
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RESULTS AND DISCUSSION 



For the 24S-T aluminum- alloy panels, which failed 
by local buckling at average stresses greater than 
25,000 psi (fig. 2) , the compressive strengths increased 
with an increase in the diar'ieter of the rivets until the 
ratio of rivet diameter to the sum of the thicknesses 

of sheet and stiffener t — tt'T^ i-eached approximately 

1.25. Figure 2 also shows that, for the rivet spacings 
used, no appreciable increase in panel strength occurred 

for values of t — t—t- ^2:reater than 1.25. Except for 

^s 

one test specimen, the results for the panels having 
NACA machine-countersunk flush rivets did not differ 
appreciably fromx the results for the panels having non- 
countersunk rivets. 

There are two possible explanations for the fact 
that the panels reached maxim.u/m strengths. Either the 
potential local buckling strengths v^ere achieved for 
the rivet spacings used, or the compressive strengths 
of the panels were limited by rivet strength for 

^ > 1 pc; 

^S "W 

In an effort to determine which, explanation is the 
m.ore nearly correct, a series of tests was run, in the 
manner described in reference 4, to determine the 
strength of NACA flush rivets in tension. The tensile 
properties were investigated because the appearance of 
the panels after failure suggested that, although the 
loads induced on the rivets v;ere undoubtedly comibined 
shear and tension, the tension probably was the load, that 
more greatly influenced failure. Evidence of the tensile 
loads on the rivets is given in figure 3, which shows 
that even for the panel having the largest rivets, the 
sheet tended to pull av/ay from the stiffeners and thereby 
induced tension on the rivets^ 

The tensile strengths of the rivets are plotted in 

figure 4. For all the '^ratios of ty^/tc investigated 

at a constant value of t.,y of 0.054 inch, the 

strengths of the rivets in tension continued to 

increase as increased above 1.25. Because 

tc + tw 

the greater rivet strengths did. not produce corre- 
sponding increments in average stress at maximum load 
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for the panels, it appears unlikely that the potential 
local buckling strengths of the panels are substantially 

above those achieved at ^ = 1.25, 

^s 

Additional testing v;ill be required to establish 
the effects of rivet spacing, stiffener spacing, and 

type of failure upon the value of t — ^ » ■■ at which the 

^s 

potential strength of a panel is substantially achieved. 



CONCLUSION 



For the 24S-T alumin^am-alloy skin-stiff ener panels 
of the present Investigation, which failed by local 
buckling at average stresses greater than 35,000 psi, 
the corapressive strengths depended upon the diameter of 
the rivets. For the rivet spacings used, the compres- 
sive strengths increased with an increase in the 
diameter of the rivets until the ratio of rivet diameter 
to over-all thickness (sheet plus stiffener) -r — ^ 
reached approximately 1.25. s w 
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Fig. 1 
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Fig. 































1 




























-P 











































































■■3 
i 


( 

) 




































Z 
6 





















































>79 


— ^ 




















-z- 
















■ 0 








































































1 


















X 1 


































i 
































GOV 


NATIONS 
MIHEE 


L AOVIS 
OR AERC 


)RY 

NAUTICS 
























M 














S 




















c 




































































/ 




































-p 












/A 































.6 .6 

d 



/.o 



/.6 



1.6 



o NACA r/Vets 
X r/at-head r/yets 



F'/'gure zT*. ~ \/6(r/ation in /oca/ buc/<//ng ^trengt/i 
of pane/'S i^^/th r/i^et d/ameter. 



NACA RB No. L4I13 



Fig. 3 
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Fig. 4 
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F'/gure — /n crease in tens/7e strength i^y/th 
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